(separate cards here before mailing)

U.S. Department of Energy

Building Retrofit Innovative Concepts Fair

October 24, 1989

Hyatt Regency Washington on Capitol
Washington, D.C. 20001
(202) 737-1234

Rates: $115/night, single or double occupancy, plus tax Date of arrival
	Reservations received after 9/23/89 or after the room block has been filled are subject to availability and prevailing rates.
 D Guaranteed by one of the following:
 D American                            EH Diners Express                                  Club
 n Mastercard                         C Carte Blanche
 D Discover                             D Visa D   Check or money order enclosed for
	
Time of arrival
		
Date of departure
		
Check-in time: 3 p.m.                                       Check-out time: 12 noon Name
		
(Please Print) Company
		
Address
		

		
	Carri No.
	
Telephone No.                                  Gold Passport No.
		
	Exp. Date
	

Sharing room with
		
	Signature
	


		
	
	

